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27 March 1964 


MEMORANDUM FOR: Assistant Director, Special Activities 

DD/S&T 


SUBJECT: 

REFERENCE: 


Shark Repeller Device 


V 







OSA Memorandum #1058-64 dated 20 March 
1964 to the Chief, TSD/DDP 


25X1 


1. The "Hicks” device referred to in the above reference 
has been evaluated by U. S. Navy personnel concerned with the 
problem of protecting swimmers and divers from attack by sharks. 
Verbal reports from these sources indicate that the device is com- 
pletely ineffective even in the hands of the inventor. 


2. I have also determi ned that detailed information about 


the device can be obtained from 


Deputy 
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Assistant Director, LS /ORD/DD/S &T on 

If I can 

25X1 


be of any further service in this matter please contact me on 


25X1 

C/TSD/D&E 


Distribution: 

Orig & 1 - Addressee 


Navy review(s) completed. 
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